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INFO OCT-01 AF-10 NEA-10 ISO-OO CCO-OO /027 W 

190641Z 003647/12 

R 190400Z JUN AU 
FM AMEMBASSY SANA 
TO AMCONSUL KARACHI 
INFO SECSTATE WASHDC 1557 
AMEMBBASSY ACCRA 

UNCLAS SANA 2323 

KARACHI FOR RCO 

ACCRA FOR CEO BACKHAUS 

E.O. 11 02: N/A 
TAGS: UAMTC, YE 

SUBJECT: SANA EMBASSY TELEPHONE EQUIPMENT 

1 . OVER THE PAST FEW MONTHS THE SANA TELEPHONE SYSTEM HAS BEEN 
SLOWLY DETERIORATING. WE ARE GOING TO ITEMIZE JUST WHAT HAS HAP- 
PENED TO SEE IF POSSIBLY EITHER KARACHI OR YR. BACKHAUS (WHO IN- 
STAWLED THE SYSTEM) CAN DIANOSE THE SITUATION AND PERHAPS SANA 
CAN HANDLE ITS OWN REPAIRS. 

2. FIRST OF ALL IT SHOULD BE EXPLAINED THAT ALL THE TROUBLE IS 
OCCURRING IN THE ADMIN WING OF THEEMBASSY GROUNDS. THE TELEPHONES 
ARE ON THE END OF A 350 FT 25 PAIR CABLE. 

A) THE 350 FT CALBE WAS SF.VBF.RBD SOME MONTHS AGO BY A TRUCK. 
EMBASSY SPLICED THE CABLE AND NORMAL SERVICE WAS RESUMED. 

B) ABOUT ONE MONTH AGO THE GSO EXTENSION (10) BECAME INOPERA- 
TIVE. GSO COULD DIAL OUT BUT WHEN SOMEONE WOULD TRY TO CALL 10 
THERE WOULD BE NO RING THEREFORE NO ONE WOULD ANSWER 10. 

C) SOME WEEKS AGO TWO OF THE THREE TRUNK LINES BECAME IN- 
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OPERATIVE FOLLOWED SHORTLY BY THE FINAL ONE GOING OUT THUS 
CUTTING THE ADMIN WING OFF FROM THE TRUNK SYSTEM. 

D) FINALLY OF WEDNESDAY, 8 JUNE AT PRECISELY 14087 HRS THE 
FINAL LINK WITH EMBASSY (EXT. 11) QUIT NOW THERE IS NO 

WAY TO COMMUNICATE WITH ANYONE. SURPRISINGLY EXT. 1 1 STILL 
RINGS, BUT WHEN YOU PICK UT UP THERE IS NOTHING. JUST AFTER 
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IT WENT OUT YOU COULD STILL HEAR THE PERSON AT THE OTHER END, 
BUT HE COULD NOT HEAR YOU. 

3. CONSULAR BUILDING, ALSO LOCATED ABOUT 350 FT. FROM THE 
MAIN SWITCH, HAS GONE COMPLETELY DEAD. 

4. IN RECENT VISIT BY MR. GAPPA (A/RCO KARACHI) HE INSPECTED 
THE BREAK BUT FOUND THAT ALL WIRES SEEMED TO BE INTACT. 
AFTER HIS DEPARTURE EMBASSY WORKMEN FOUND A FRESH BREAK 
WHERE CABLE MUST HAVE BEEN RUBBING ON SOMETHING. BREAK 
WAS REPAIRED BUT TO NO AVAIL. SYSTEM STILL OUT. SO FAR THE 
CABLE RUN HAS HAD TO BE SPLICED IN THREE PLACES. 

5. FOR ACCRA: PERHAPS BACKHAUS COULD ASSIST IN GIVING 
ADMIN OFF LEE SOME IDEA OF JOW TO GO ABOUT REPAIRING THE 
SYSTEM. LEE ASSISTED BACKHAUS IN INSTALLATION. 

6. FOR KARACHI: DO YOU THINK IF WE INSTALLED A NEW CABLE 
RUN DIRECT TO SOME PLACE IN CHANCERY (THUS BYPASSING THE 
RESIDENCE) WE COULD OVERCOME THE PROBLEM? CABLE RUN 
WOULD BE MUCH LONGER (APPROX. 600 FT.) BUT IT WOULD HOOK 
UP NEARER THE POWER SOURCE. 

7. WOULD APPRECIATE ANY HELP POSSIBLE. EMBASSY AWARE THAT 
RCO KARACHI UNDERSTAFFED, AND WILL MAKE EVERY EFFORT TO 
REPAIR THE SYSTEM WITHOUT TECH. IF ALL ELSE FAILS UNFOR 
TUNATELY WE WILL URGENTLY NEED TELEPHONE TECH. ASSISTANCE. 
SCOTES 
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*** Current Handling Restrictions *** n/a 
*** Current Classification *** UNCLASSIFIED 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: TELEPHONE EQUIPMENT 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 19-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977SANA02323 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: n/a 

Errors: n/a 

Expiration: 

Film Number: D770218-1223 
Format: TEL 
From: SANA 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 977061 07/aaaafzds. tel 

Line Count: 102 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON MICROFILM, TEXT ON-LINE 
Message ID: 720d9e73-c288-dd11-92da-001cc4696bcc 
Office: ACTION OC 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 27-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2008627 
Secure: OPEN 

Status: <DBA CORRECTED> mcm 97091 1 

Subject: SANA EMBASSY TELEPHONE EQUIPMENT 

TAGS: ETEL, YE, ETEL 

To: KARACHI 

Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/720d9e73-c288-dd11-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



